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impressions (Ceyhan et al). 2003;90:143-9 
Evaluation of dental arch reproduction using three-dimensional 
optical digitization (Brosky et al). 2003;90:434-40 
Dental caries 
Annual review of selected dental literature: report of the Commit 
tee on Scientific Investigation of the American Academy of 
Restorative Dentistry (Allen et al). 2003;90:50-80 
Clinical complications in fixed prosthodontics (Goodacre et al). 
2003;90:31-41 
The effect of thermocycling on microleakage of several commer 
cially available composite Class V restorations in vitro (Wahab 
et al). 2003;90:168-74 
Dental clasps 
Chair-side addition of cast clasp to removable partial denture 
after abutment extraction (Leung and Leung). 2003;90: 
413-4 
Indirect retention in partial denture design (Avant). 2003;90:1-5 
A preplanned surgical obturator prosthesis for alternative resection 
lines in the anterior region (Penn et al). 2003;90:510-3 
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Dental floss 
Use of dental floss in removing an inlay at trial evaluation ( Rifai and 
Pehini). 2003;90:514 
Dental materials 
Annual review of selected dental literature: report of the Commit 


tee on Scientific Investigation of the American Academy of 


\llen et al). 2003:90:50-80 
Evaluation of dental arch reproduction using three-dimensional 
optical digitization ( Brosky et al). 2003;90:434-40 


In vitro color stability, stain resistance, and water sorption of four 


Restorative Dentistry 


removable gingival flange materials (Lai et al). 2003;90:293 
300 
In vitro wear of various orthotic device materials (Casey et al). 
2003:90:498-502 
Orofacial reaction to methacrylates in dental materials: a clinical 
report (Martin et al). 2003;90:225-7 
A review of selected dental literature on contemporary provisional 
fixed prosthodontic treatment: report of the Committee on 
Research in Fixed Prosthodontics of the Academy of Fixed 
Prosthodontics ( Burns et al). 2003;90:474-97 
Dental pulp 
Annual review of selected dental literature: report of the Commit 
tee on Scientific Investigation of the American Academy of 
Allen et al). 2003;90:50-80 


Pulpal temperature increases with Er:YAG laser and high-speed 


Restorative Dentistry 


handpieces (Cavalcanti et al). 2003;90:447-51 
A review of selected dental literature on contemporary provisional 
fixed prosthodontic treatment: report of the Committee on 
Research in Fixed Prosthodontics of the Academy of Fixed 
Prosthodontics (Burns et al). 2003:90:474-97 
Dental stone; see Calcium sulfate 
Dentin 
Dentin permeability: selt-etching and one-bottle dentin bonding 
systems (Gregoire et al). 2003;90:42-9 
rhe effect of thermocycling on microleakage of several commer 
cially available composite Class V restorations in vitro (Wahab 
et al). 2003:90:168-74 
Denture, collapsible 
Application of cast iron-platinum keeper to a collapsible denture 
for a patient with constricted oral opening: a clinical report 
(Ohkubo et al). 2003:90:6-9 
Denture, complete 
Clinical bone densitometric evaluation of the mandible in remov 
able denture wearers dependent on the morphology of the 
2003:90:86-91 
Effect of complete dentures on dynamic measurement of changing 
head position: a pilot study (Usumez et al). 2003;90:394-400 


Laboratory-processed acrylic resin provisional restoration with cast 


mandibular cortex (Zlatari¢ and Celebic¢ 


metal substructure for immediately loaded implants (Ro 
drigues et al). 2003;90:600-4 
Using a supporting base for complete or removable partial denture 
definitive impressions (Ivanhoe and Plummer). 2003;90:61 1-2 
Denture, complete, maxillary 
Changes caused by a mandibular removable partial denture oppos 
2003-:90:213-9 
Che combination syndrome: a literature review (Palmqvist et al). 
2003:90:270-5 
Denture, overlay 


ing a maxillary complete denture ( Kelly) 


Fabrication of occlusal device for protection of implant overden 
ture abutments with O-ring attachments ( Baker and Ivanhoe). 
2003:90:605-7 

Denture, partial 
Indirect retention in partial denture design (Avant). 2003;90:1-5 
Denture, partial, fixed 

Augmentation of an anterior edentulous ridge for fixed prosth 
odontics with combined use of orthodontics and surgery: a 
clinical report (Capri et al). 2003;90:111-5 


SUBJECT INDEX 


Clinical complications in fixed prosthodontics (Goodacre et al). 
2003;90:3 1-41 

Clinical complications with implants and implant prostheses (Goo 
dacre et al). 2003;90:121-32 

Effects of two preparation designs and pontic distance on bending 
and fracture strength of fiber-reinforced composite inlay fixed 
partial dentures (Song et al). 2003;90:347-53 

Longitudinal treatment of a severely atrophic mandible: a clinical 
report (Whitmyer et al). 2003;90:116-20 

Restoring function and esthetics in a patient with amelogenesis 
imperfecta: a clinical report (Sari and Usumez ). 2003;90:522-5 

Denture, partial, fixed, resin-bonded 

Clinical complications in fixed prosthodontics (Goodacre et al). 

2003-90:31-41 
Denture, partial, removable 

Application of cast iron-platinum keeper to a collapsible denture 
for a patient with constricted oral opening: a clinical report 
(Ohkubo et al). 2003;90:6-9 

Chair-side addition of cast clasp to removable partial denture after 
abutment extraction (Leung and Leung). 2003;90:413-4 

Changes caused by a mandibular removable partial denture oppos 
ing a maxillary complete denture (Kelly). 2003;90:213-9 

Clinical bone densitometric evaluation of the mandible in remov 
able denture wearers dependent on the morphology of the 
mandibular cortex (Zlatari¢ and Celebic ). 2003;90:86-9 1 

Effect of laboratory procedures and thermocycling on the shear 
bond strength of resin-metal bonding systems (Kim et al). 
2003:90:184-9 

Fatigue resistance of cast occlusal rests using Co-Cr and Ag-Pd 
Cu-Au alloys (Gapido et al). 2003;90:261-9 

In vitro deformation of acetyl resin and metal alloy removable 
partial denture direct retainers (Wu et al). 2003;90:586-90 

Using a supporting base for complete or removable partial denture 
definitive impressions (Ivanhoe and Plummer). 2003;90:61 1-2 


Denture, precision attachment 


Application of cast iron-platinum keeper to a collapsible denture 


for a patient with constricted oral opening: a clinical report 
(Ohkubo et al). 2003;90:6-9 
Denture bases 
Changes caused by a mandibular removable partial denture oppos 
ing a maxillary complete denture ( Kelly). 2003;90:213-9 
Comparison of fracture tests of denture base materials (Zappini et 
al). 2003:90:578-85 
Cytotoxicity of denture base acrylic resins: a literature review 
(Jorge et al). 2003;90:190-3 
lhe effect of length and concentration of glass fibers on the me 
chanical properties of an injection- and a compression-molded 
denture base polymer ( Karacaer et al). 2003;90:385-93 
In vitro color stability, stain resistance, and water sorption of four 
removable gingival flange materials (Lai et al). 2003;90:293 
300 
Denture cleansers 
A modified denture cleaning brush for patients with limited man 
ual dexterity (Resson). 2003;90:205-6 
Denture design 
Indirect retention in partial denture design (Avant). 2003;90:1 
Denture retention 
Indirect retention in partial denture design (Avant). 2003;90:1 
Dies 
A clinical study comparing the three-dimensional accuracy of a 
working die generated from two dual-arch trays and a com 
plete-arch custom tray (Cevhan et al). 2003;90:228-34 
he effect of tray selection, viscosity of impression material, and 
sequence of pour on the accuracy of dies made from dual-arch 


impressions (Ceyhan et al). 2003;90:143-9 
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Digitization 
Evaluation of dental arch reproduction using three-dimensional 
optical digitization ( Brosky et al). 2003;90:434-40 
Discoloration 
Clinical complications in fixed prosthodontics (Goodacre et al). 
2003;90:31-41 
The use of microabrasion to remove discolored enamel: a clinical 
report (Lynch and McConnell). 2003;90:417-9 
Disinfection 
Calcium hypochlorite as a disinfecting additive for dental stone 
(Twomey et al). 2003;90:282-8 
Disposable equipment 
Monomer permeability of disposable dental gloves (Nakamura et 
al). 2003;90:81-5 
Dogs 
Description of a photoelastic coating technique to describe surface 
strain of a dog skull loaded in vitro (Judge et al). 2003;90:92-6 
Dowels 
In vitro assessment of retention of four esthetic dowels to resin 
core foundation and teeth (Al-harbi and Nathanson ). 2003;90: 
547-55 
Method of fabricating acrylic sprues for dowels (Fernandes and 
Coelho). 2003:90:207-8 


Eagle’s syndrome 
Temporomandibular disorder or Eagle’s syndrome? A clinical re 
port (Albuquerque Jr et al). 2003;90:317-20 
Edentulous jaw; see Jaw, edentulous 
Edentulous mouth; see Mouth, edentulous 
Education, dental 
Occlusion: reflections on science and clinical reality (Ash). 2003; 
90:373-84 
Elastomers 
The effect of surface moisture on detail reproduction of elasto 
meric impressions (Johnson et al). 2003;90:354-64 
Temperature effects on the rheological properties of current poly- 
ether and polysiloxane impression materials during setting 
(Berg et al). 2003;90:150-61 
Electroplating 
An in vitro comparison of tensile bond strengths of noble and base 
metal alloys to enamel (Parsa et al). 2003;90:175-83 
Enamel 
lhe effect of thermocycling on microleakage of several commer 
cially available composite Class V restorations in vitro (Wahab 
et al). 2003;90:168-74 
Finite element analysis of stresses in molars during clenching and 
mastication ( Dejak et al). 2003;90:591-7 
An in vitro comparison of tensile bond strengths of noble and base 
metal alloys to enamel (Parsa et al). 2003;90:175-83 
Tensile bond strengths of five luting agents to two CAD-CAM 
restorative materials and enamel (Chang et al). 2003;90:18-23 
rhe use of microabrasion to remove discolored enamel: a clinical 
report (Lynch and McConnell). 2003;90:417-9 
Erbium, chromium: yttrium, scandium, gallium, garnet laser 
Bond strengths of porcelain laminate veneers to tooth surfaces 
prepared with acid and Er,Cr:YSGC laser etching (Usumez and 
Aykent). 2003;90:24-30 
Erbium:yttrium-aluminum-garnet laser 
Pulpal temperature increases with Er:YAG laser and high-speed 
handpieces (Cavalcanti et al). 2003;90:447-51 
Esthetics 
Attitudes of Saudi male patients toward the replacement of teeth 
(Akeel). 2003;90:57 1-7 
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Augmentation of an anterior edentulous ridge for fixed prosth 
odontics with combined use of orthodontics and surgery: a 
clinical report (Capri et al). 2003;90:111-5 

Clinical complications in fixed prosthodontics (Goodacre et al). 
2003;90:31-41 


vitro assessment of retention of four esthetic dowels to resin 


I 


= 


core foundation and teeth (Al-harbi and Nathanson). 2003-90: 
547-55 


I 


vitro color stability, stain resistance, and water sorption of four 


= 


removable gingival flange materials (Lai et al). 2003;90:293 
300 

The influence of porcelain layer thickness on the final shade of 
ceramic restorations (Dozic¢ et al). 2003;90:563-70 

The modification of interim cylinders for the fabrication of ce 
ment-retained implant-supported provisional restorations 
(Hirayama et al). 2003;90:406-9 

Restoring function and esthetics in a patient with amelogenesis 
imperfecta: a clinical report (Sari and Usumez). 2003;90:522-5 

The use of microabrasion to remove discolored enamel: a clinical 
report (Lynch and McConnell). 2003;90:417-9 

Use of transparent polyvinylsiloxane to replicate gingival peri-im 
plant soft tissue (Orenstein et al). 2003;90:410-2 

Variability of porcelain color reproduction by commercial labora 
tories (Douglas and Brewer). 2003;90:339-46 

Eye, artificial 

A mold-making procedure for multiple orbital prostheses fabrica 

tion (Mekayarajjananonth et al). 2003;90:97-100 


Facial bones 
Description of a photoelastic coating technique to describe surface 
strain of a dog skull loaded in vitro (Judge et al). 2003;90:92-6 
Facial moulage 
Facial moulage: the effect of a retarder on compressive strength 
and working and setting times of irreversible hydrocolloid im 
pression material (Lemon et al). 2003;90:276-81 
Facial pain 
The association between wear facets, bruxism, and severity of facial 
pain in patients with temporomandibular disorders (Pergama 
lian et al). 2003;90:194-200 
Facial prosthesis 
Improved edge strength in a facial prosthesis by incorporation of 
tulle: a clinical report (Karayazgan et al). 2003;90:526-9 
Facioscapulohumeral muscular dystrophy 
Prosthetic treatment of a patient with facioscapulohumeral mus 
cular dystrophy: a clinical report (Giiler et al). 2003;90:321-4 
Fatigue strength 
Fatigue resistance of cast occlusal rests using Co-Cr and Ag-Pd 
Cu-Au alloys (Gapido et al). 2003;90:261-9 
Feeler gauge 
Use of a feeler gauge to measure the gap between adjacent teeth 
(Mirfazaclian and Monzavi). 2003;90:613 
Finite element analysis 
Finite element analysis of stresses in molars during clenching and 
mastication ( Dejak et al). 2003;90:591-7 
Finite element analysis to determine implant preload (Lang et al). 
2003;90:539-46 
Fixed partial denture; see Denture, partial, fixed 
Flexural strength 
The influence of the veneering porcelain and different surtace 
treatments on the biaxial flexural strength of a heat-pressed 
ceramic (Isgro et al). 2003;90:465-73 
Florid cemento-osseous dysplasia 
Surgical and prosthodontic rehabilitation for a patient with aggres- 
sive florid cemento-osseous dysplasia: a clinical report (Ben 
charit et al). 2003;90:220-4 
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Floss 
Use of dental floss in removing an inlay at trial evaluation ( Rifai and 
Tehini). 2003;90:514 
Forced eruption 
Augmentation of an anterior edentulous ridge for fixed prosth- 


odontics with combined use of orthodontics and surgery: a 
clinical report (Capri et al). 2003;90:111-5 
Fracture resistance 
Comparison of fracture tests of denture base materials (Zappini et 
al). 2003:90:578-85 
In vivo fracture resistance of implant-supported all-ceramic resto- 
rations (Yildirim et al). 2003;90:325-31 
Fractures 
Fatigue resistance of cast occlusal rests using Co-Cr and Ag-Pd- 
Cu-Au alloys (Gapido et al). 2003;90:261-9 
Fused deposition modeling 
Preformed acrylic cranial implants using fused deposition model- 
ing: a clinical report (Gronet et al). 2003;90:429-33 


G 
Gap 
Use of a feeler gauge to measure the gap between adjacent teeth 
(Mirfazaelian and Monzavi). 2003;90:613 
Gingiva 
The effect of thermocycling on microleakage of several commer- 
cially available composite Class V restorations in vitro (Wahab 
et al). 2003;90:168-74 
In vitro color stability, stain resistance, and water sorption of four 
removable gingival flange materials (Lai et al). 2003;90:293- 
300 
A review of selected dental literature on contemporary provisional 
fixed prosthodontic treatment: report of the Committee on 
Research in Fixed Prosthodontics of the Academy of Fixed 
Prosthodontics (Burns et al). 2003;90:474-97 
Use of transparent polyvinylsiloxane to replicate gingival peri-im- 
plant soft tissue (Orenstein et al). 2003;90:410-2 
Gingivostomatitis 
Orofacial reaction to methacrylates in dental materials: a clinical 
report (Martin et al). 2003;90:225-7 
Glass 
The effect of length and concentration of glass fibers on the me- 
chanical properties of an injection- and a compression-molded 
denture base polymer (Karacaer et al). 2003;90:385-93 
A histologic study of bone response to bioactive glass particles used 
before implant placement: a clinical report (Stvrtecky et al). 
2003;90:424-8 
Gloves, protective 
Effect of two types of latex gloves and surfactants on polymeriza- 
tion inhibition of three polyvinylsiloxane impression materials 
(Peregrina et al). 2003;90:289-92 
Monomer permeability of disposable dental gloves (Nakamura et 
al). 2003;90:81-5 
Gold 
Fatigue resistance of cast occlusal rests using Co-Cr and Ag-Pd- 
Cu-Au alloys (Gapido et al). 2003;90:261-9 
Guides 
Restoration of canine guidance on an occlusal splint using amal- 
gam: a clinical report (Bonfante et al). 2003;90:420-3 
Gypsum; see Calcium sulfate 


H 
Handpieces 
Pulpal temperature increases with Er:YAG laser and high-speed 
handpieces (Cavalcanti et al). 2003;90:447-51 


SUBJECT INDEX 


Hardeners 
Influence of surface hardener on gypsum abrasion resistance and 
water sorption (Lindquist et al). 2003;90:441-6 
Head position 
Effect of complete dentures on dynamic measurement of changing 
head position: a pilot study (Usumez et al). 2003;90:394-400 
High-speed instruments 
Pulpal temperature increases with Er:YAG laser and high-speed 
handpieces (Cavalcanti et al). 2003;90:447-51 
Histologic techniques 
A histologic study of bone response to bioactive glass particles used 
before implant placement: a clinical report (Stvrtecky et al). 
2003;90:424-8 
Hydrocolloids 
Facial moulage: the effect of a retarder on compressive strength 
and working and setting times of irreversible hydrocolloid im- 
pression material (Lemon et al). 2003;90:276-81 
Use of casting tape for support of an extraoral impression (Siadat 
and Mirfazaclian). 2003;90:598-9 
Hydrofluoric acid 
Effect of surface topography on the bond strength of a composite 
to three different types of ceramic (Oh and Shen). 2003;90: 
241-6 
Hydrophilic vinyl polysiloxane 
Dimensional accuracy and surface detail reproduction of two hy- 
drophilic vinyl polysiloxane impression materials tested under 
dry, moist, and wet conditions (Petrie et al). 2003;90:365-72 
Hydrophobicity 
Dimensional accuracy and surface detail reproduction of two hy- 
drophilic vinyl polysiloxane impression materials tested under 
dry, moist, and wet conditions (Petrie et al). 2003;90:365-72 
Hypersensitivity 
A review of selected dental literature on contemporary provisional 
fixed prosthodontic treatment: report of the Committee on 
Research in Fixed Prosthodontics of the Academy of Fixed 
Prosthodontics (Burns et al). 2003;90:474-97 
Hypersensitivity, delayed 
Orofacial reaction to methacrylates in dental materials: a clinical 
report (Martin et al). 2003;90:225-7 


Implantation, endosseous 

Clinical complications with implants and implant prostheses (Goo- 
dacre et al). 2003;90:121-32 

Description of a photoelastic coating technique to describe surface 
strain of a dog skull loaded in vitro (Judge et al). 2003;90:92-6 

Single implant-supported molar and premolar crowns: a ten-year 
retrospective clinical report (Simon). 2003;90:517-21 

Implants 

Annual review of selected dental literature: report of the Commit- 
tee on Scientific Investigation of the American Academy of 
Restorative Dentistry (Allen et al). 2003;90:50-80 

Clinical bone densitometric evaluation of the mandible in remov- 
able denture wearers dependent on the morphology of the 
mandibular cortex (Zlatari¢ and Celebi¢). 2003;90:86-9 1 

A clinical study comparing the three-dimensional accuracy of a 
working die generated from two dual-arch trays and a com- 
plete-arch custom tray (Ceyhan et al). 2003;90:228-34 

Effects of bur abrasive particle size and abutment composition on 
preparation of ceramic implant abutments (Blue et al). 2003; 
90:247-54 

Finite element analysis to determine implant preload (Lang et al). 
2003;90:539-46 

A histologic study of bone response to bioactive glass particles used 
before implant placement: a clinical report (Stvrtecky et al). 
2003;90:424-8 
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In vivo fracture resistance of implant-supported all-ceramic resto- 
rations (Yildirim et al). 2003;90:325-31 
Laboratory-processed acrylic resin provisional restoration with cast 
metal substructure for immediately loaded implants (Ro- 
drigues et al). 2003;90:600-4 
Longitudinal treatment of a severely atrophic mandible: a clinical 
report (Whitmyer et al). 2003;90:116-20 
The modification of interim cylinders for the fabrication of ce- 
ment-retained implant-supported provisional restorations 
(Hirayama et al). 2003;90:406-9 
Fabrication of occlusal device for protection of implant overden- 
ture abutments with O-ring attachments (Baker and Ivanhoe). 
2003;90:005-7 
Preformed acrylic cranial implants using fused deposition model- 
ing: a clinical report (Gronet et al). 2003;90:429-33 
Single implant-supported molar and premolar crowns: a ten-year 
retrospective clinical report (Simon). 2003;90:517-21 
Surgical and prosthodontic rehabilitation for a patient with aggres- 
sive florid cemento-osscous dysplasia: a clinical report (Ben- 
charit et al). 2003;90:220-4 
Use of transparent polyvinylsiloxane to replicate gingival peri-im- 
plant soft tissue (Orenstein et al). 2003;90:410-2 
Impression materials 
Calcium hypochlorite as a disinfecting additive for dental stone 
(Twomey et al). 2003;90:282-8 
A clinical study comparing the three-dimensional accuracy of a 
working die generated from two dual-arch trays and a com- 
plete-arch custom tray (Ceyhan et al). 2003;90:228-34 
Dimensional accuracy and surface detail reproduction of two hy- 
drophilic vinyl polysiloxane impression materials tested under 
dry, moist, and wet conditions (Petrie et al). 2003;90:365-72 
The effect of surface moisture on detail reproduction of elasto- 
meric impressions (Johnson et al). 2003;90:354-64 
The effect of tray selection, viscosity of impression material, and 
sequence of pour on the accuracy of dies made from dual-arch 
impressions (Ceyhan et al). 2003;90:143-9 
Effect of two types of latex gloves and surfactants on polymeriza- 
tion inhibition of three polyvinylsiloxane impression materials 
(Peregrina et al). 2003;90:289-92 
Evaluation of dental arch reproduction using, three-dimensional 
optical digitization ( Brosky et al). 2003;90:434-40 
Facial moulage: the effect of a retarder on compressive strength 
and working and setting times of irreversible hydrocolloid im- 
pression material (Lemon et al). 2003;90:276-81 
Temperature effects on the rheological properties of current poly- 
ether and polysiloxane impression materials during setting 
(Berg et al). 2003;90:150-61 
Use of casting tape for support of an extraoral impression (Siadat 
and Mirfazaclian). 2003:90:598-9 
Impression technique 
A clinical study comparing the three-dimensional accuracy of a 
working die generated from two dual-arch trays and a com- 
plete-arch custom tray (Ceyhan et al). 2003;90:228-34 
The effect of tray selection, viscosity of impression material, and 
sequence of pour on the accuracy of dies made from dual-arch 
impressions (Ceyhan et al). 2003;90:143-9 
Facial moulage: the effect of a retarder on compressive strength 
and working and setting times of irreversible hydrocolloid im- 
pression material (Lemon et al). 2003;90:276-81 
A sectional stock tray system for making impressions (Ohkubo et 
al). 2003;90:201-4 
Use of casting tape for support of an extraoral impression (Siadat 
and Mirtazaclian). 2003;90:598-9 
Using a supporting base for complete or removable partial denture 
definitive impressions (Ivanhoe and Plummer). 2003;90:61 1-2 


DECEMBER 2003 


THE JOURNAL OF PROSTHETIC DENTISTRY 


Incisor 
Anterior deprogramming device fabrication using a thermoplastic 
material (Land and Peregrina). 2003;90:608-10 
Injection molding 
The effect of length and concentration of glass fibers on the me- 
chanical properties of an injection- and a compression-molded 
denture base polymer (Karacaer et al). 2003;90:385-93 
Inlays 
Effects of two preparation designs and pontic distance on bending 
and fracture strength of fiber-reinforced composite inlay fixed 
partial dentures (Song et al). 2003;90:347-53 
Use of dental floss in removing an inlay at trial evaluation ( Rifai and 
Tehini). 2003;90:514 
Interocclusal orthotic splints 
In vitro wear of various orthotic device materials (Casey et al). 
2003;90:498-502 
Interocclusal registration 
Interocclusal registration technique with a vacuum-formed matrix 
(Curtis). 2003;90:308-9 
Iron 
Application of cast iron-platinum keeper to a collapsible denture 
for a patient with constricted oral opening: a clinical report 
(Ohkubo et al). 2003;90:6-9 
Irreversible hydrocolloids 
Facial moulage: the effect of a retarder on compressive strength 
and working and setting times of irreversible hydrocolloid im- 
pression material (Lemon et al). 2003;90:276-81 
Use of casting tape for support of an extraoral impression (Siadat 
and Mirtazaelian). 2003;90:598-9 


Jaw, edentulous 
Augmentation of an anterior edentulous ridge for fixed prosth- 
odontics with combined use of orthodontics and surgery: a 
clinical report (Capri et al). 2003;90:111-5 
Effect of complete dentures on dynamic measurement of changing 
head position: a pilot study (Usumez et al). 2003;90:394-400 
Laboratory-processed acrylic resin provisional restoration with cast 
metal substructure for immediately loaded implants (Ro 
drigues et al). 2003;90:600-4 
Jaw movement 
A comparative analysis of optical and conventional axiography for 
the analysis of temporomandibular joint movements (Wagner 
et al). 2003;90:503-9 
Jaw relation record 
Interocclusal registration technique with a vacuum-formed matrix 
(Curtis). 2003;90:308-9 


K 
Kinetics 
Temperature effects on the rheological properties of current poly- 
ether and polysiloxane impression materials during setting 
(Berg et al). 2003;90:150-61 
Knowledge, attitudes, practice 
Attitudes of Saudi male patients toward the replacement of teeth 
(Akeel). 2003;90:571-7 


Laboratories 
Effect of laboratory procedures and thermocycling on the shear 
bond strength of resin-metal bonding systems (Kim et al). 
2003;90:184-9 


x 
ha 
> 
+ 
3 
“Ds 
ak 
ange 
2 
J 
4 
3 
f 
i 
x H 
| 
} 
{ 
er 
L 
' 
| 
po 
64 


THE JOURNAL OF PROSTHETIC DENTISTRY 


Variability of porcelain color reproduction by commercial labora- 
tories (Douglas and Brewer). 2003;90:339-46 


Lasers 
Bond strengths of porcelain laminate veneers to tooth surfaces 


prepared with acid and Er,Cr:YSGC laser etching ( Usumez and 
Aykent). 2003;90:24-30 
Pulpal temperature increases with Er:YAG laser and high-speed 
handpieces (Cavalcanti et al). 2003;90:447-51 
Leakage 
Amalgam type, adhesive system, and storage period as influencing 
factors on microleakage of amalgam restorations (Ziskind et 
al). 2003:90:255-60 
he effect of thermocycling on microleakage of several commer- 
cially available composite Class V restorations in vitro (Wahab 
et al). 2003;90:168-74 
Letters. 2003;90:310-1 
Light-polymerized resins 
Annual review of selected dental literature: report of the Commit- 


tee on Scientific Investigation of the American Academy of 


Restorative Dentistry (Allen et al). 2003;90:50-80 

A mold-making procedure for multiple orbital prostheses fabrica- 
tion (Mekavarajjananonth et al). 2003;90:97-100 

A review of selected dental literature on contemporary provi- 
sional fixed prosthodontic treatment: report of the Commit- 


tee on Research in Fixed Prosthodontics of the Academy of 


Fixed Prosthodontics (Burns et al). 2003;90:474-97 
A technique for border molding with light-polymerized resin 
(Olivieri et al). 2003;90:101 
Literature review 
Annual review of selected dental literature: report of the Commit 


tee on Scientific Investigation of the American Academy of 


Restorative Dentistry (Allen et al). 2003;90:50-80 

Clinical complications with implants and implant prostheses (Goo- 
dacre et al). 2003;90:121-32 

The combination syndrome: a literature review (Palmqvist et al). 
2003;90:270-5 

Cytotoxicity of denture base acrylic resins: a literature review 
(Jorge et al). 2003;90:190-3 

Factors determining post selection: a literature review (Fernandes 
et al). 2003;90:556-62 

A review of selected dental literature on contemporary provisional 
fixed prosthodontic treatment: report of the Committee on 
Research in Fixed Prosthodontics of the Academy of Fixed 
Prosthodontics (Burns et al). 2003;90:474-97 

Luting agents 

A review of selected dental literature on contemporary provisional 
fixed prosthodontic treatment: report of the Committee on 
Research in Fixed Prosthodontics of the Academy of Fixed 
Prosthodontics (Burns et al). 2003;90:474-97 

rensile bond strengths of five luting agents to two CAD-CAM 
restorative materials and enamel (Chang et al). 2003;90:18-23 


M 
Magnetics 
Application of cast iron-platinum keeper to a collapsible denture 
for a patient with constricted oral opening: a clinical report 
(Ohkubo et al). 2003;90:6-9 
Malocclusion 
Prosthetic treatment of a patient with facioscapulohumeral mus 
cular dystrophy: a clinical report (Giiler et al). 2003;90:321-4 
Temporomandibular disorder or Eagle’s syndrome? A clinical re- 
port (Albuquerque Jr et al). 2003;90:317-20 
Mandible 
Anterior deprogramming device fabrication using a thermoplastic 
material (Land and Peregrina). 2003;90:608-10 
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Clinical bone densitometric evaluation of the mandible in re- 
movable denture wearers dependent on the morphology of 
the mandibular cortex (Zlatarié and Celebi¢). 2003;90: 
86-91 
The combination syndrome: a literature review (Palmqvist et al). 
2003;90:270-5 
Laboratory-processed acrylic resin provisional restoration with cast 
metal substructure for immediately loaded implants (Ro- 
drigues et al). 2003;90:600-4 
Longitudinal treatment of a severely atrophic mandible: a clinical 
report (Whitmyer et al). 2003;90:116-20 
Marginal adaptation 
In vitro marginal fit of three all-ceramic crown systems (Yeo et al). 
2003:90:459-64 
A review of selected dental literature on contemporary provisional 
fixed prosthodontic treatment: report of the Committee on 
Research in Fixed Prosthodontics of the Academy of Fixed 
Prosthodontics (Burns et al). 2003;90:474-97 
Mastication 
Augmentation of an anterior edentulous ridge for fixed prosth- 
odontics with combined use of orthodontics and surgery: a 
clinical report (Capri et al). 2003;90:111-5 
Finite element analysis of stresses in molars during clenching and 
mastication (Dejak et al). 2003;90:591-7 
Restoring function and esthetics in a patient with amelogenesis 
imperfecta: a clinical report (Sari and Usumez). 2003;90:522-5 
Temporomandibular disorder or Eagle’s syndrome? A clinical re- 
port (Albuquerque Jr et al). 2003;90:317-20 
Maxilla 
Anterior deprogramming device fabrication using a thermoplastic 
material (Land and Peregrina). 2003;90:608-10 
The combination syndrome: a literature review (Palmqvist et al). 
2003-:90:270-5 
Maxillary complete denture; see Denture, complete, maxillary 
Maxillofacial prosthesis 
Improved edge strength in a facial prosthesis by incorporation of 
tulle: a clinical report (Karayazgan et al). 2003;90:526-9 
Mechanical properties 
The effect of length and concentration of glass fibers on the me- 
chanical properties of an injection- and a compression-molded 
denture base polymer ( Karacaer et al). 2003;90:385-93 
In vivo fracture resistance of implant-supported all-ceramic resto- 
rations (Yildirim et al). 2003:90:325-31 
Metal ceramic alloys 
Effects of interfacial variables on ceramic adherence to cast and 
machined commercially pure titanium (Sadeq et al). 2003;90: 
10-7 
In vitro deformation of acetyl resin and metal alloy removable 
partial denture direct retainers (Wu et al). 2003;90:586-90 
An in vitro comparison of tensile bond strengths of noble and base 
metal alloys to enamel (Parsa et al). 2003;90:175-83 
Thermal expansion and microstructural analysis of experimental 
metal-ceramic titanium alloys (Zinelis et al). 2003;90:332-8 
Metals 
Comparison of the load at failure of soldered and nonsoldered 
porcelain-fused-to-metal crowns (Kang et al) 2003;90: 
235-40 
The design and fabrication of a segmented cast-metal resin- 
bonded splint (Madjar and Grossmann). 2003;90:304-7 
Effect of laboratory procedures and thermocycling on the shear 
bond strength of resin-metal bonding systems (Kim et al). 
2003;90:184-9 
Restoring function and esthetics in a patient with amelogenesis 
imperfecta: a clinical report (Sari and Usumez). 2003;90: 


522-5 
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A review of selected dental literature on contemporary provisional 
fixed prosthodontic treatment: report of the Committee on 
Research in Fixed Prosthodontics of the Academy of Fixed 
Prosthodontics (Burns et al). 2003;90:474-97 

Methacrylates 

Orofacial reaction to methacrylates in dental materials: a clinical 
report (Martin et al). 2003;90:225-7 

A review of selected dental literature on contemporary provisional 
fixed prosthodontic treatment: report of the Committee on 
Research in Fixed Prosthodontics of the Academy of Fixed 
Prosthodontics (Burns et al). 2003;90:474-97 

Microabrasion 

The use of microabrasion to remove discolored enamel: a clinical 

report (Lynch and McConnell). 2003;90:417-9 
Microleakage 

Amalgam type, adhesive system, and storage period as influencing 
factors on microleakage of amalgam restorations (Ziskind et 
al). 2003:90:255-60 

The effect of thermocycling on microleakage of several commer- 
cially available composite Class V restorations in vitro (Wahab 
et al). 2003;90:168-74 

Microscopy 

A histologic study of bone response to bioactive glass particles used 
before implant placement: a clinical report (Stvrtecky et al). 
2003;90:424-8 

Microstomia 

A sectional stock tray system for making impressions (Ohkubo et 

al). 2003:90:201-4 
Models, anatomic 

Facial moulage: the effect of a retarder on compressive strength 
and working and setting times of irreversible hydrocolloid im- 
pression material (Lemon et al). 2003;90:276-81 

Moisture 

The effect of surface moisture on detail reproduction of elasto- 

meric impressions (Johnson et al). 2003;90:354-64 
Molar 

Finite clement analysis of stresses in molars during clenching and 
mastication (Dejak et al). 2003;90:59 1-7 

Single implant-supported molar and premolar crowns: a ten-year 
retrospective clinical report (Simon). 2003;90:517-21 

Mold 

A mold-making procedure for multiple orbital prostheses fabrica- 
tion (Mekayarajjananonth et al). 2003;90:97-100 

A technique for border molding with light-polymerized resin 
(Olivieri et al). 2003;90:101 

Monomers 

Cytotoxicity of denture base acrylic resins: a literature review 
(Jorge et al). 2003;90:190-3 

Monomer permeability of disposable dental gloves (Nakamura et 
al). 2003;90:81-5 

Mouth, edentulous 

Effect of complete dentures on dynamic measurement of changing 

head position: a pilot study (Usumez et al). 2003;90:394-400 
Muscular dystrophy 

Prosthetic treatment of a patient with facioscapulohumeral mus 

cular dystrophy: a clinical report (Giiler et al). 2003;90:321-4 


N 
Natural head position 
Effect of complete dentures on dynamic measurement of changing 
head position: a pilot study (Usumez et al). 2003;90:394-400 
Noble alloys 
An in vitro comparison of tensile bond strengths of noble and base 
metal alloys to enamel (Parsa et al). 2003;90:175-83 
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Oo 
O-ring attachments 
Fabrication of occlusal device for protection of implant overden- 
ture abutments with O-ring attachments (Baker and Ivanhoe). 
2003;90:605-7 
Obturators 
A preplanned surgical obturator prosthesis for alternative resection 
lines in the anterior region (Penn et al). 2003;90:510-3 
Occlusal device 
Fabrication of occlusal device for protection of implant overden 
ture abutments with O-ring attachments (Baker and Ivanhoe). 
2003;90:605-7 
Occlusal rest 
Fatigue resistance of cast occlusal rests using Co-Cr and Ag-Pd- 
Cu-Au alloys (Gapido et al). 2003;90:261-9 
Occlusion 
Annual review of selected dental literature: report of the Commit- 
tee on Scientific Investigation of the American Academy of 
Restorative Dentistry (Allen et al). 2003;90:50-80 
Occlusion: reflections on science and clinical reality (Ash). 2003; 
90:373-84 
Restoration of canine guidance on an occlusal splint using amal- 
gam: a clinical report (Bonfante et al). 2003;90:420-3 
Temporomandibular disorder or Eagle’s syndrome? A clinical re- 
port (Albuquerque Jr et al). 2003;90:317-20 
Optical axiography 
A comparative analysis of optical and conventional axiography for 
the analysis of temporomandibular joint movements (Wagner 
et al). 2003:90:503-9 
Optical digitization 
Evaluation of dental arch reproduction using three-dimensional 
optical digitization (Brosky et al). 2003;90:434-40 
Oral hygiene 
A modified denture cleaning brush for patients with limited man 
ual dexterity (Resson). 2003;90:205-6 
Orbital prosthesis 
A mold-making procedure for multiple orbital prostheses fabrica- 
tion (Mekayarajjananonth et al). 2003;90:97-100 
Orthophosphoric acid 
Bond strengths of porcelain laminate veneers to tooth surfaces 
prepared with acid and Er,Cr:YSGC laser etching (Usumez and 
Aykent). 2003;90:24-30 
Orthotic device 
In vitro wear of various orthotic device materials (Casey et al). 
2003;90:498-502 
Osseointegrated implants; see Implantation, endosseous 
Overdenture; see Denture, overlay 
Oxidation 
Effects of interfacial variables on ceramic adherence to cast and 
machined commercially pure titanium (Sadeq et al). 2003;90: 
10-7 


P 
Pain 
The association between wear facets, bruxism, and severity of facial 
pain in patients with temporomandibular disorders (Pergama- 
lian et al). 2003;90:194-200 
Palladium 


Fatigue resistance of cast occlusal rests using Co-Cr and Ag-Pd- 
Cu-Au alloys (Gapido et al). 2003;90:261-9 
Palpebral fissure 
A mold-making procedure for multiple orbital prostheses fabrica- 
tion (Mekayarajjananonth et al). 2003;90:97-100 
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Partial denture; see Denture, partial 
Perception 
Attitudes of Saudi male patients toward the replacement of teeth 
(Akeel). 2003;90:57 1-7 
Periodontal diseases 
Augmentation of an anterior edentulous ridge for fixed prosth- 
odontics with combined use of orthodontics and surgery: a 
clinical report (Capri et al). 2003;90:111-5 
Periodontics 
Annual review of selected dental literature: report of the Commit 


tee on Scientific Investigation of the American Academy of 


Restorative Dentistry (Allen et al). 2003;90:50-80 
Permeability 
Dentin permeability: self-etching and one-bottle dentin bonding 
systems (Grégoire et al). 2003;90:42-9 
Monomer permeability of disposable dental gloves (Nakamura et 
al). 2003;90:81-5 
Phosphoric acid 
Dentin permeability: self-etching and one-bottle dentin bonding 
systems (Grégoire et al). 2003;90:42-9 
Photoelasticity 
Description of a photoelastic coating technique to describe surface 
strain of a dog skull loaded in vitro (Judge et al). 2003;90:92-6 
Platinum 
Application of cast iron-platinum keeper to a collapsible denture 
for a patient with constricted oral opening: a clinical report 
(Ohkubo et al). 2003;90:6-9 
Polishing 
Effects of acid hydrolysis and mechanical polishing on surface re 
sidual stresses of low-fusing dental ceramics (Alkhiary et al). 
2003;90:133-42 
Polycarbonate resins 
A review of selected dental literature on contemporary provisional 
fixed prosthodontic treatment: report of the Committee on 
Research in Fixed Prosthodontics of the Academy of Fixed 
Prosthodontics (Burns et al). 2003;90:474-97 
Polyethers 
The effect of surface moisture on detail reproduction of elasto 
meric impressions (Johnson et al). 2003;90:354-64 
Temperature effects on the rheological properties of current poly- 
ether and polysiloxane impression materials during, setting 
(Berg et al). 2003;90:150-61 
Polymerization 
Cytotoxicity of denture base acrylic resins: a literature review 
(Jorge et al). 2003;90:190-3 
Effect of two types of latex gloves and surfactants on polymeriza- 
uon inhibition of three polyvinylsiloxane impression materials 
(Peregrina et al). 2003;90:289-92 
Polymers 
The effect of length and concentration of glass fibers on the me- 
chanical properties of an injection- and a compression-molded 
denture base polymer ( Karacaer et al). 2003;90:385-93 
Polyvinylsiloxanes 
Dimensional accuracy and surface detail reproduction of two hy- 
drophilic vinyl polysiloxane impression materials tested under 
dry, moist, and wet conditions (Petrie et al). 2003;90:365-72 
Effect of two types of latex gloves and surfactants on polymeriza 
tion inhibition of three polyvinylsiloxane impression materials 
(Peregrina et al). 2003;90:289-92 
Temperature effects on the rheological properties of current poly 
ether and polysiloxane impression materials during setting 
(Berg et al). 2003;90:150-61 
Use of transparent polyvinylsiloxane to replicate gingival peri-im 
plant soft tissue (Orenstein et al). 2003;90:410-2 
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Porcelain 
Bond strengths of porcelain laminate veneers to tooth surfaces 
prepared with acid and Er,Cr:YSGC laser etching (Usumez and 
Aykent). 2003;90:24-30 
Comparisen of the load at failure of soldered and nonsoldered 
porcelain-fused-to-metal crowns ( Kang et al). 2003;90:235-40 
Effects of acid hydrolysis and mechanical polishing on surface re- 
sidual stresses of low-fusing dental ceramics (Alkhiary et al). 
2003;90:133-42 
Effects of interfacial variables on ceramic adherence to cast and 
machined commercially pure titanium (Sadeq et al). 2003;90: 
10-7 
The influence of porcelain layer thickness on the final shade of 
ceramic restorations (Dozic et al). 2003;90:563-70 
The influence of the veneering porcelain and different surface 
treatments on the biaxial flexural strength of a heat-pressed 
ceramic (Isgro et al). 2003;90:465-73 
Restoring function and esthetics in a patient with amelogenesis 
imperfecta: a clinical report (Sari and Usumez). 2003;90: 
522-5 
Variability of porcelain color reproduction by commercial labora 
tories (Douglas and Brewer). 2003;90:339-46 
Post and core technique 
Clinical complications in fixed prosthodontics (Goodacre et al). 
2003;90:31-41 
Clinical complications with implants and implant prostheses (Goo 
dacre et al). 2003;90:121-32 
Factors determining post selection: a literature review (Fernandes 
et al). 2003;90:556-62 
Method of fabricating acrylic sprues for dowels (Fernandes and 
Coelho). 2003;90:207-8 
Posterior teeth 
Single implant-supported molar and premolar crowns: a ten-year 
retrospective clinical report (Simon). 2003;90:517-21 
Postoperative complications 
Technique for fabrication of splint preventing postsurgical reste 
nosis in choanal atresia (Sharon-Buller et al). 2003;90:301-3 
Posture 
Effect of complete dentures on dynamic measurement of changing 
head position: a pilot study (Usumez et al). 2003;90:394-400 
Premolar 
Single implant-supported molar and premolar crowns: a ten-year 
retrospective clinical report (Simon). 2003;90:517-21 
Prosthodontics 
Annual review of selected dental literature: report of the Commit- 
tee on Scientific Investigation of the American Academy of 
Restorative Dentistry (Allen et al). 2003;90:50-80 
Clinical bone densitometric evaluation of the mandible in re- 
movable denture wearers dependent on the morphology of 
the mandibular cortex (Zlatarié and Celebi¢). 2003;90: 
86-91 
Protective equipment 
Effect of two types of latex gloves and surfactants on polymeriza 
tion inhibition of three polyvinylsiloxane impression materials 
(Peregrina et al). 2003;90:289-92 
Monomer permeability of disposable dental gloves (Nakamura et 
al). 2003;90:81-5 
Provisional restoration; see Restoration, temporary 


Radiography, panoramic 
Clinical bone densitometric evaluation of the mandible in remov 


able denture wearers dependent on the morphology of the 
mandibular cortex (Zlatarié and Celebic). 2003;90:86-9 1 
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Readers’ Round Table. 2003;90:310-1 
Removable partial denture; see Denture, partial, removable 
Resins 
Comparison of fracture tests of denture base materials (Zappini et 
al). 2003;90:578-85 
Cytotoxicity of denture base acrylic resins: a literature review 
(Jorge et al). 2003;90:190-3 
The design and fabrication of a segmented cast-metal resin- 
bonded splint (Madjar and Grossmann). 2003;90:304-7 
Effect of laboratory procedures and thermocycling on the shear 
bond strength of resin-metal bonding systems (Kim et al). 
2003;90:184-9 
Effect of surface topography on the bond strength of a composite 
to three different types of ceramic (Oh and Shen). 2003;90: 
241-6 
The effect of thermocycling on microleakage of several commer- 
cially available composite Class V restorations in vitro (Wahab 
et al). 2003;90:168-74 
Effects of two preparation designs and pontic distance on bending 
and fracture strength of fiber-reinforced composite inlay fixed 
partial dentures (Song et al). 2003;90:347-53 
In vitro assessment of retention of four esthetic dowels to resin 
core foundation and teeth (Al-harbi and Nathanson ). 2003;90: 
547-55 
vitro color stability, stain resistance, and water sorption of four 
removable gingival flange materials (Lai et al). 2003;90:293- 
300 
vitro deformation of acetyl resin and metal alloy removable 
partial denture direct retainers (Wu et al). 2003;90:586-90 
Interocclusal registration technique with a vacuum-formed matrix 
(Curtis). 2003;90:308-9 
Laboratory-processed acrylic resin provisional restoration with cast 
metal substructure for immediately loaded implants (Ro- 
drigues et al). 2003;90:600-4 
Method of fabricating acrylic sprues for dowels (Fernandes and 
Coelho). 2003;90:207-8 
A mold-making procedure for multiple orbital prostheses fabrica- 
tion (Mekayarajjananonth et al). 2003;90:97-100 
Orofacial reaction to methacrylates in dental materials: a clinical 
report (Martin et al). 2003;90:225-7 
A review of selected dental literature on contemporary provisional 
fixed prosthodontic treatment: report of the Committee on 
Research in Fixed Prosthodontics of the Academy of Fixed 
Prosthodontics (Burns et al). 2003;90:474-97 
Simplified acrylic die fabrication (Galitsis). 2003;90:209 
A technique for border molding with light-polymerized resin 
(Olivieri et al). 2003;90:101 
Tensile bond strengths of five luting agents to two CAD-CAM 
restorative materials and enamel (Chang et al). 2003;90:18-23 
Resistance 
In vitro wear of various orthotic device materials (Casey et al). 
2003;90:498-502 
Influence of surface hardener on gypsum abrasion resistance and 
water sorption (Lindquist et al). 2003;90:441-6 
Restenosis 
Technique for fabrication of splint preventing postsurgical reste- 
nosis in choanal atresia (Sharon-Buller et al). 2003;90:301-3 
Restoration, permanent 
Amalgam type, adhesive system, and storage period as influencing 
factors on microleakage of amalgam restorations (Ziskind et 
al). 2003;90:255-60 
In vitro marginal fit of three all-ceramic crown systems (Yeo et al). 
2003;90:459-64 
In vivo fracture resistance of implant-supported all-ceramic resto- 
rations (Yildirim et al). 2003;90:325-31 
The influence of porcelain layer thickness on the final shade of 
ceramic restorations (Dozié et al). 2003;90:563-70 
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A simple method to estimate restoration volume as a possible 
predictor for tooth fracture (Sturdevant et al). 2003;90: 
162-7 

Single implant-supported molar and premolar crowns: a ten-year 
retrospective clinical report (Simon). 2003;90:517-21 

Tensile bond strengths of five luting agents to two CAD-CAM 
restorative materials and enamel (Chang et al). 2003;90: 
18-23 

Restoration, temporary 

Laboratory-processed acrylic resin provisional restoration with cast 
metal substructure for immediately loaded implants (Ro- 
drigues et al). 2003;90:600-4 

The modification of interim cylinders for the fabrication of ce- 
ment-retained implant-supported provisional _ restorations 
(Hirayama et al). 2003;90:406-9 

A review of selected dental literature on contemporary provisional 
fixed prosthodontic treatment: report of the Committee on 
Research in Fixed Prosthodontics of the Academy of Fixed 
Prosthodontics (Burns et al). 2003;90:474-97 

Use of dental floss in removing an inlay at trial evaluation (Rifai and 
Tehini). 2003;90:514 

Retainer 

Chair-side addition of cast clasp to removable partial denture after 
abutment extraction (Leung and Leung). 2003;90:413-4 

In vitro deformation of acetyl resin and metal alloy removable 
partial denture direct retainers (Wu et al). 2003;90:586-90 

Retarders 

Facial moulage: the effect of a retarder on compressive strength 
and working and setting times of irreversible hydrocolloid im 
pression material (Lemon et al). 2003;90:276-81 

Retention 

In vitro assessment of retention of four esthetic dowels to resin 
core foundation and teeth (Al-harbi and Nathanson). 2003;90: 
547-55 

Indirect retention in partial denture design (Avant). 2003;90:1-5 

Review literature 

Annual review of selected dental literature: report of the Commit- 
tee on Scientific Investigation of the American Academy of 
Restorative Dentistry (Allen et al). 2003;90:50-80 

Clinical complications with implants and implant prostheses (Goo- 
dacre et al). 2003;90:121-32 

The combination syndrome: a literature review (Palmqvist et al). 
2003;90:270-5 

Cytotoxicity of denture base acrylic resins: a literature review 
(Jorge et al). 2003;90:190-3 

Factors determining post selection: a literature review (Fernandes 
et al). 2003;90:556-62 

A review of selected dental literature on contemporary provisional 
fixed prosthodontic treatment: report of the Committee on 
Research in Fixed Prosthodontics of the Academy of Fixed 
Prosthodontics (Burns et al). 2003;90:474-97 

Rheology 

Temperature effects on the rheological properties of current poly- 
ether and polysiloxane impression materials during setting 
(Berg et al). 2003;90:150-61 

Rotary instruments 

A technique to determine a desired preparation axial inclination 

(Parker et al). 2003;90:401-5 
Rubber 

The effect of surface moisture on detail reproduction of elasto- 

meric impressions (Johnson et al). 2003;90:354-64 


Temperature effects on the rheological properties of current poly 


ether and polysiloxane impression materials during setting 
(Berg et al). 2003;90:150-61 
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Safety 
In vitro cytotoxicity of traditional versus contemporary dental ce- 
ramics (Messer et al). 2003;90:452-8 


Saudi Arabia 
Attitudes of Saudi male patients toward the replacement of teeth 
(Akeel). 2003;90:57 1-7 
Self-etching 
Dentin permeability: self-etching and one-bottle dentin bonding 


systems (Grégoire et al). 2003;90:42-9 
Sensitivity 
Oroftacial reaction to methacrylates in dental materials: a clinical 
report (Martin et al). 2003;90:225-7 
Setting time 
Facial moulage: the effect of a retarder on compressive strength 
and working and setting times of irreversible hydrocolloid im 
pression material (Lemon et al). 2003;90:276-81 


Shade 


Che influence of porcelain layer thickness on the final shade of 


ceramic restorations (Dozic¢ et al). 2003;90:563-70 
Variability of porcelain color reproduction by commercial labora- 
tories (Douglas and Brewer). 2003;90:339-46 
Shear bond strength 
Effect of laboratory procedures and thermocycling on the shear 
bond strength of resin-metal bonding systems (Kim et al). 
2003;90:184-9 
Silicone elastomers 
he effect of surtace moisture on detail reproduction of elasto- 
meric impressions (Johnson et al). 2003;90:354-64 
In vitro color stability, stain resistance, and water sorption of four 
removable gingival flange materials (Lai et al). 2003;90:293 
300 
Pemperature effects on the rheological properties of current poly- 
ether and polysiloxane impression materials during setting 
(Berg et al). 2003;90:150-61 
Silver 
Fatigue resistance of cast occlusal rests using Co-Cr and Ag-Pd 
Cu-Au alloys (Gapido et al). 2003;90:261-9 
Skin transplantation 
Longitudinal treatment of a severely atrophic mandible: a clinical 
report (Whitmyer et al). 2003;90:116-20 
Skull 
Description of a photoelastic coating technique to describe surface 
strain of a dog skull loaded in vitro (Judge et al). 2003;90:92-6 
Preformed acrylic cranial implants using fused deposition model- 
ing: a clinical report (Gronet et al). 2003;90:429-33 
Soldering 
Comparison of the load at failure of soldered and nonsoldered 
porcelain-fused-to-metal crowns ( Kang et al). 2003;90:235-40 
Splints 
The design and fabrication of a segmented cast-metal resin- 
bonded splint (Madjar and Grossmann ). 2003;90:304-7 
In vitro wear of various orthotic device materials (Casey et al). 
2003;90:498-502 
Restoration of canine guidance on an occlusal splint using amal- 
gam: a clinical report (Bonfante et al). 2003;90:420-3 
lechnique for fabrication of splint preventing postsurgical reste- 
nosis in choanal atresia (Sharon-Buller et al). 2003;90:301-3 
Sprues 
Method of fabricating acrylic sprues for dowels (Fernandes and 
Coelho). 2003;90:207-8 
Stability 
In vitro color stability, stain resistance, and water sorption of four 
removable gingival flange materials (Lai et al). 2003;90:293- 
300 
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Stain 
In vitro color stability, stain resistance, and water sorption of four 
removable gingival flange materials (Lai et al). 2003;90:293- 
300 
Stomatognathic system 
Description of a photoelastic coating technique to describe surface 
strain of a dog skull loaded in vitro (Judge et al). 2003;90:92-6 
Stone, dental; see Calcium sulfate 
Storage 
Amalgam type, adhesive system, and storage period as influencing 
factors on microleakage of amalgam restorations (Ziskind et 
al). 2003:90:255-60 
Strain 
Description of a photoelastic coating technique to describe surface 
strain of a dog skull loaded in vitro (Judge et al). 2003;90:92-6 
Surface properties 
Description of a photoelastic coating technique to describe sur- 
face strain of a dog skull loaded in vitro (Judge et al). 2003; 
90:92-6 
Dimensional accuracy and surface detail reproduction of two hy- 
drophilic vinyl polysiloxane impression materials tested under 
dry, moist, and wet conditions (Petrie et al). 2003;90:365-72 
The effect of surface moisture on detail reproduction of elasto- 
meric impressions (Johnson et al). 2003;90:354-64 
Effect of surface topography on the bond strength of a composite 
to three different types of ceramic (Oh and Shen). 2003;90: 
241-6 
Effects of acid hydrolysis and mechanical polishing on surface re- 
sidual stresses of low-fusing dental ceramics (Alkhiary et al). 
2003;90:133-42 
Influence of surface hardener on gypsum abrasion resistance and 
water sorption (Lindquist et al). 2003;90:441-6 
The influence of the veneering porcelain and different surface 
treatments on the biaxial flexural strength of a heat-pressed 
ceramic (IsgrO et al). 2003;90:465-7: 
Surfactants 
Effect of two types of latex gloves and surfactants on polymeriza- 
tion inhibition of three polyvinylsiloxane impression materials 
(Peregrina et al). 2003;90:289-92 


T 
Tear resistance 
Improved edge strength in a facial prosthesis by incorporation of 
tulle: a clinical report ( Karayazgan et al). 2003;90:526-9 
Temperature 
Pulpal temperature increases with Er:YAG laser and high-speed 
handpieces (Cavalcanti et al). 2003;90:447-51 
Temperature effects on the rheological properties of current poly- 
ether and polysiloxane impression materials during, setting 
(Berg et al). 2003;90:150-61 
Temporary restoration; see Restoration, temporary 
Temporomandibular joint 
Annual review of selected dental literature: report of the Commit- 
tee on Scientific Investigation of the American Academy of 
Restorative Dentistry (Allen et al). 2003;90:50-80 
The association between wear facets, bruxism, and severity of facial 
pain in patients with temporomandibular disorders (Pergama- 
lian et al). 2003;90:194-200 
A comparative analysis of optical and conventional axiography for 
the analysis of temporomandibular joint movements (Wagner 
et al). 2003:90:503-9 
Occlusion: reflections on science and clinical reality (Ash). 2003; 
90:373-84 
Restoration of canine guidance on an occlusal splint using amal- 
gam: a clinical report (Bonfante et al). 2003;90:420-3 


VOLUME 90 NUMBER 6 


rts 
646 
bee 


SUBJECT INDEX 


Temporomandibular disorder or Eagle’s syndrome? A clinical re 
port (Albuquerque Jr et al). 2003;90:317-20 
Tensile bond strength 
Effect of surface topography on the bond strength of a composite 
to three different types of ceramic (Oh and Shen). 2003;90: 
241-6 
An in vitro comparison of tensile bond strengths of noble and base 
metal alloys to enamel (Parsa et al). 2003;90:175-83 
Tensile bond strengths of five luting agents to two CAD-CAM 
restorative materials and enamel (Chang et al). 2003;90:18-23 
Thermal expansion 
Thermal expansion and microstructural analysis of experimental 
metal-ceramic titanium alloys (Zinelis et al). 2003:90:332-8 
Thermocycling 
Effect of laboratory procedures and thermocycling on the shear 
bond strength of resin-metal bonding systems (Kim et al). 
2003;90:184-9 
The effect of thermocycling on microleakage of several commer 
cially available composite Class V restorations in vitro (Wahab 
et al). 2003;90:168-74 
Thermoplastic materials 
Anterior deprogramming device fabrication using a thermoplastic 
material (Land and Peregrina). 2003;90:608-10 
Three-dimensional optical digitization 
Evaluation of dental arch reproduction using three-dimensional 
optical digitization ( Brosky et al). 2003;90:434-40 
Tin plating 
An in vitro comparison of tensile bond strengths of noble and base 
metal alloys to enamel (Parsa et al). 2003;90:175-83 
Titanium 
Effects of interfacial variables on ceramic adherence to cast and 
machined commercially pure titanium (Sadeq et al). 2003;90: 
10-7 
A histologic study of bone response to bioactive glass particles used 
before implant placement: a clinical report (Stvrtecky et al). 
2003;90:424-8 
In vivo fracture resistance of implant-supported all-ceramic resto 
rations (Yildirim et al). 2003;90:325-31 
Thermal expansion and microstructural analysis of experimental 
metal-ceramic titanium alloys (Zinelis et al). 2003;90:332-8 
Tooth discoloration 
Clinical complications in fixed prosthodontics (Goodacre et al) 
2003-90:31-41 
rhe use of microabrasion to remove discolored enamel: a clinical 
report (Lynch and McConnell). 2003;90:417-9 
Tooth fractures 
A simple method to estimate restoration volume as a possible pre 
dictor for tooth fracture (Sturdevant et al). 2003;90:162-7 
Tooth replacement 
Attitudes of Saudi male patients toward the replacement of teeth 
(Akeel). 2003;90:57 1-7 
Topography 
Effect of surface topography on the bond strength of a composite 
to three different types of ceramic (Oh and Shen). 2003;90: 
241-6 
Toxicity 
Cytotoxicity of denture base acrylic resins: a literature review 
(Jorge et al). 2003;90:190-3 
In vitro cytotoxicity of traditional versus contemporary dental ce 
ramics (Messer et al). 2003:90:452-8 
Transplantation, autologous 
The use of resorbable collagen membrane in conjunction with 
autogenous bone graft and inorganic bovine mineral for buc 
cal/labial alveolar ridge augmentation: a pilot study (Prous 
saefs and Lozada). 2003;90:530-8 
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Tray 
A clinical study comparing the three-dimensional accuracy of a 
working die generated from two dual-arch trays and a com 
plete-arch custom tray (Ceyhan et al). 2003;90:228-34 
The effect of tray selection, viscosity of impression material, and 
sequence of pour on the accuracy of dies made from dual-arch 
impressions (Ceyhan et al). 2003;90:143-9 
A sectional stock tray system for making impressions (Ohkubo et 
al). 2003;90:201-4 
A technique for border molding with light-polymerized resin 
(Olivieri et al). 2003;90:101 
Tulle 
Improved edge strength in a facial prosthesis by incorporation of 
tulle: a clinical report (Karayazgan et al). 2003;90:526-9 


U 


Upper complete denture; see Denture, complete, maxillary 


Vv 
Veneers 
3ond strengths of porcelain laminate veneers to tooth surfaces 
prepared with acid and Er,Cr:YSGC laser etching (Usumez and 
Aykent). 2003;90:24-30 
Effect of laboratory procedures and thermocycling on the shear 
bond strength of resin-metal bonding systems (Kim et al). 
2003:90:184-9 
The influence of the veneering porcelain and different surface 
treatments on the biaxial flexural strength of a heat-pressed 
ceramic (Isgro et al). 2003;90:465-73 
Restoring function and esthetics in a patient with amelogenesis 
impertecta: a clinical report (Sari and Usumez ). 2003;90:522-5 
Tensile bond strengths of five luting agents to two CAD-CAM 
restorative materials and enamel (Chang et al). 2003;90:18-23 
Vertical dimension 
Dimensional accuracy and surface detail reproduction of two hy 
drophilic vinyl polysiloxane impression materials tested under 
dry, moist, and wet conditions (Petrie et al). 2003;90:365-72 
The effect of tray selection, viscosity of impression material, and 
sequence of pour on the accuracy of dies made from dual-arch 
impressions (Ceyhan et al). 2003;90:143-9 
Vinyl polysiloxane; see Polyvinylsiloxanes 
Viscosity 
The effect of surface moisture on detail reproduction of clasto 
meric impressions (Johnson et al). 2003;90:354-64 
The effect of tray selection, viscosity of impression material, and 
sequence of pour on the accuracy of dies made from dual-arch 
impressions (Ceyhan et al). 2003;90:143-9 


Temperature effects on the rheological properties of current poly 


ether and polysiloxane impression materials during, setting 
(Berg et al). 2003;90:150-61 
Visible-light—polymerized resin 

Annual review of selected dental literature: report of the Commit 
tee on Scientific Investigation of the American Academy of 
Restorative Dentistry (Allen et al). 2003;90:50-80 

A review of selected dental literature on contemporary provisional 
fixed prosthodontic treatment: report of the Committee on 
Research in Fixed Prosthodontics of the Academy of Fixed 
Prosthodontics (Burns et al). 2003;90:474-97 


Water sorption 
In vitro color stability, stain resistance, and water sorption of four 
removable gingival flange materials (Lai et al). 2003;90:293- 
2 
300 
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Influence of surface hardener on gypsum abrasion resistance and 
water sorption (Lindquist et al). 2003;90:441-6 
Wear 
he association between wear facets, bruxism, and severity of facial 
pain in patients with temporomandibular disorders (Pergama 
2003-90:194-200 
In vitro wear of various orthotic device materials (Casey et al) 
2003-90:498-502 
Wettability 
Dimensional accuracy and surface detail reproduction of two hy 


lian et al) 


drophilic vinyl polysiloxane impression materials tested under 


dry, moist, and wet conditions (Petrie et al). 2003;90:365-72 
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Working time 
Facial moulage: the effect of a retarder on compressive strength 
and working and setting times of irreversible hydrocolloid im- 
pression material (Lemon et al). 2003;90:276-81 


Z 
Zirconia 
Effects of bur abrasive particle size and abutment composition on 
preparation of ceramic implant abutments (Blue et al). 2003; 
90:247-54 
In vivo fracture resistance of implant-supported all-ceramic resto 
rations (Yildirim et al). 2003;90:325-31 
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